AMENDMENT NO. 1 JANUARY 2021 


TO 


IS 17334 : 2019 MEDICAL TEXTILES — SURGICAL 
GOWNS AND SURGICAL DRAPES — SPECIFICATION 


(Page 2, clause 4.3) — Insert the following note at the end: 

“NOTE — The requirements given in 4.1 to 4.3 are for guidance of the manufacturer. Reference 
may also be made to the Medical Devices Rules 2017.’ 

(Page 2, clause 5.2) — Insert the following note at the end: 


“NOTE — The requirements given are for guidance of the manufacturer. Reference may also be 
made to the Medical Devices Rules 2017.’ 


(Page 6, clause 10) — Insert the following note at the end: 


“NOTE — The requirements given are for guidance of the manufacturer and user.’ 
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